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Message Text 

UNCLASSIFIED 

PAGE 01 CARACA 06042 152139Z 
ACTION ARA-14 

INFO OCT-01 ISO-OO EB-07 /022 W 

160141Z 082866/73 

R 151933Z JUN 77 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 8071 

UNCLAS CARACAS 6042 

PASS TO OED/MEPD, OIM AND SIPS 

E.O. 11652: N/A 
TAGS: BENC, ENRG, VE 

SUB J : MAJOR PROJECT: 800 KV TRANSMISSION LINE 
REF: STATE 133800 

1 . ACCORDING TO EDELCA'S ING. BONAGURO, BID WILL BE LUMP SUM. 

ING. BONAGURO REPEATED THAT PREQUALIFICATION DOCUMENTS WILL NOT BE 
READY UNTIL AUGUST OR SEPTEMBER. 

2. POST SUGGESTS THAT LORD ELECTRIC CONTACT FOLLOWING FIRMS 
REGARDING ASSOCIATION FOR THIS PROJECT: 

(A) ING. PABLO CASANOVA, PRESIDENT 
SERVICIOS DE INGENIERIA ELECTRICA 
AVENIDA FRANCISCO DE MIRANDA 
EDIFICIO MENE GRANDE, PISO 8 

LOS PALOS GRANDES 
APART ADO 68156 
CARACAS, VENEZUELA 

TELEX: 23303 

(B) ING. NICOLAS ESTABA, PRESIDENT 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 CARACA 06042 152139Z 

PROCOMIL, S.R.L. 

URBANIZACION SAN ANTONIO 

CALLE SAN ANTONIO, EDIFICIO NININA, PB 

APART ADO 76123 

EL MARQUEZ 

CARACAS, VENEZUELA 
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(C) ING. EDGAR ARRIETA, MANAGER 
CONSULTORES OCCIDENT ALES, S.A. 

EDIFICIO JOSE ANTONIO, PISO 7 

AVENIDA 5 DE JULIO ENTRE AVENIDAS 13 Y 13A 

APART ADO 1342 

MARACAIBO, VENEZUELA 

TELEX: 61385 

VARY 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: PROPOSALS (BID) 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 15-Jun-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977CARACA06042 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D77021 4-0734 
Format: TEL 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770655/aaaabwlo.tel 

Line Count: 70 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 4e2b777c-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 133800 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 12-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2147651 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: 800 KV TRANSMISSION LINE 
TAGS: BENC, ENRG, VE, EDELCA, LORD ELECTRIC 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/4e2b777c-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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